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1„ Construction and equipment of the line : 


a. Construction was started dnrins the war. 

The pipes iJero laid in a depth of P. to 2 ' 2 me>yGrs, 
The bottom of the ditch was to ? meters wide. 
Seamless tubes. almo.<^t exclusively of American 
origin, were used. . ■‘•b was observed in only 

two sections that seamier ^ pipes of German 
(Kannesmann) and Russian origin had also been 
used.. 


,b. The ends of the pipes were electrically 
Y/elded together except where bends, derivations, 
feeder lines and curvatures were inserted. _ 
i-stimate-S on the inner width of the pipes varied 
from 3 c tf‘ ^0 cm, but v/ere mostly 3p Q®* vjall 
thickness also Vif.s said to be 2 t© 3 cm. The 
length of the pipes depends on the nature or the 
terrain and ranges between 5 and 2 5 meters. Lost 
estimates, were 12 to 1 ? meters. 


c. In most cases insulation is done by y;rapping 
round stripes of cotton or jute which are j.ater 
tarred. In' certain sections the pipes were only 
tarred. 
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All tile toolz used for earth work, especially 
the large exca'vators^ viere of American origin^ 

The other technical material components of 
fittings g pressure i^eguiators, valves, measuring 
Instruments etCo also came from America c. 

When crossing large rivers, the pipe line 
was emheclded in the bottom of the river*, 


2c Auxiliary plants i 

The information on compressor and rump stations 
for the conveyance of natural gas are conflictings 
Engineers employed in the construction work of 
the line stated that the main compressor stations 
are erected at regular intervals of about ICO to 
IJO km with intermediate pmup stations every 40 
to 6o tea There are also control e tat ions and 
pressure regulators at smaller intervals, allegedly 
every 10 Icou The long-distance gas line runs 
parallel to the main telephone line "Saratov- 
Moscow and the main high roroda 


25X1A 



p-ain 


As far as could be determined there are 
compressor stations 
in Kologrivovka, 

Htishohevo , ( 

42°43 » E) j '-^anbov ( 53043 ’ rj/4l027 » E) , Horshansl: 
(53026*1/ 4l049*E)j Hjmsaii (54040*#/ 39O40*E) 
before Moscow {55045«IJ/ ^7035»s)<, 



and 


The 843-km long p5-pe line was rut into operation In 
July 1946a Full (japaoity^ with a daily gas supply 
to Moscow of lo3 million’^cubic meters, was reached 
in the Summer of 1947c 
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